Grass Fire Gets Out of Control 


Wasatch County Volunteer Firefighters responded to a grass fire that got out of control 
off Daniels Road last week. The fire z brought under control with little effort from 
the crew members. 22 Mz 4 
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Dear Fellow Citizens, 1997 

Each year the local Fire Department holds an Annual Fund Drive. Funds from this drive are used to 
support the training and functions of the department, as well as help maintain and provide fire 
equipment for the protection of the local citizens. As our communities grow and expand, so does the 
costs of good dependable fire protection. The Heber Valley Fire Department at the present time is 
equipped with five modem pumping units and staffed with 25 firemen, who pledge their service to 
the protection of you and your family and property. 


1994 Fire Report 
Location of Fires Types of Fires Causes of Fires 
False Alarms. | 
Fumes (Gas, Etc.).. E 


Undetermined. 


Uncontrolled 
Faulty 
Standby......... 


The Fire Department personnel would appreciate your support. Please make all checks payable to: 


Heber Valley Fire Department. Donations may be made at Wasatch Auto or at Heber Light & 
Power. You may mail your contribution to: 


